Autumn 1972 
(Issue 30 - 01/10/1972) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Swift K.G.P 
Chief Eng Officer Ashcroft T.S 











Chief Officer Underhill G.V 2nd Eng Officer Jenkins F 
2nd Officer Brown D.M 3rd Eng Officer Turner W.G 
3rd Officer Gooding J.E 4th Eng Officer Hickey J.L 

Radio Officer Glover G.F 5th Eng Officer Givens T 

Purser Matthews A Jnr Eng Officer Nicholson S.A 
Jnr Eng Officer Mathewson D 
Electrical Officer Higson A 
Serang (Deck) Khan N 
Carpenter McHugh G 
Serang (Engine) Dey S.C 
Cook KhanA.A 
Storekeeper Hossain M 
Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 
Captain Hine D 
Chief Eng Officer Owen D.R 

Chief Officer Owen H.R 2nd Eng Officer MacFarlane A 
2nd Officer Bowers K.P.G 3rd Eng Officer Kenyon J 
3rd Officer Kuczynski R.V 4th Eng Officer O'Donnell J.F 
Deck Cadet Christmas P Engineer Cadet Elliot A.K 

Radio Officer O'Brien M.J Engineer Cadet Pickup R.W 
Purser Maskell T Electrical Officer Buckley P 
C.P.0 Chi Y.K 
G.P.Mechanic SumC 
Cook HongL.Kk 
Leading Steward ChuenT.S 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Butterworth J.J 
Chief Eng Officer Green H 





Chief Officer Egan J.F 2nd Eng Officer Clark J.D 
2nd Officer Wienmann L.P 3rd Eng Officer Pappin F.P 
Ext 2nd Officer Blacker K.G 4th Eng Officer Jesson W 
Deck Cadet Wopat R Engineer Cadet Brennan S 
Deck Cadet Joy P.T Electrical Officer Irving M 


Radio Officer Sweet T.J 
Purser Rose J 
C.P.0 Pui C.K 
G.P.Mechanic Hop Y.K 
Cook WaS 
Leading Steward Fai Y.C 


Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Williams D.F 
Chief Eng Officer Worthington T.C 





Chief Officer Donnellan M.T 2nd Eng Officer Long G.| 
2nd Officer Thomas D.H 3rd Eng Officer Webster A.D.C 
Uncert Officer Hill R.1 4th Eng Officer Kilcommins P.T 
Radio Officer Emmett R.P 5th Eng Officer Fitzsimmons R 
Purser Grey R.W Jnr Eng Officer Taylor R.B 


Electrical Officer Sutherland K 
Bosun Keatley J 
Carpenter Blakely W.A 
Cook Mackenzie A 
2nd Steward Jones W.M 
Storekeeper Stoner L.W 





Dart America 
Container - 28,488 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer Williams K.J 





Chief Officer Watchorn D.M 2nd Eng Officer Lockie M 
2nd Officer Alexander G 3rd Eng Officer Walker J 
Ext 2nd Officer Starr R.G Ext 3rd Eng Officer Brooks N.R 

3rd Officer Kunze A.R Ext 3rd Eng Officer Palmer W 
Radio Officer Cross P.A Electrical Officer McRae A 


Purser Smith J.P 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Childs N.P 
Chief Eng Officer Robertson A 





Chief Officer Thomas C.O 2nd Eng Officer Walters M.S 
2nd Officer Walford C.E 3rd Eng Officer Agnes G 
Ext 2nd Officer Edwards R.A.F Ext 3rd Eng Officer Jones F.J 
Radio Officer Troupe G Ext 3rd Eng Officer Hague J.R 


Purser Willis F.J Electrical Officer Francis B 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Stokes G.W 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Radio Officer 


Wyatt R.H.W 
Folley W.D 
McLure S.A 
Blaase J.W 
Davy G.S 
Madell K.R 
Best J.W.R 
Greenland T.V.W 
Waller R.A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 


Tregidgo A.J 
Hossain A 
Das A.K 
Gomes M 
Mohd N 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Mcintyre P.A 
Stevenson W.A 
Dixon W 
Arrowsmith D 
Smith J.M 
Potter D.A 
Jones A.V 
Douglas A.| 


Captain Saunders P 
Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Palmer R.O 
Smith P.E 
Hodgkinson J.H 
Anderson P 
Townend R.| 
Johnson L.H.M 
Cunnison A.J 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 


Rolling W.J 
Hug K.M 
Das R.C 
Singh D 
Idris M 





Ratcliffe R 
Moorehouse F 
Penny D.N 
Hutton R.A 
Kinnear D.W 
Bones M.T 
Howley J 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Gosden D.F.W 
Chief Eng Officer Hancock P.F 





Chief Officer McWilliam J.M 2nd Eng Officer Pinckney N 
1st Officer Stafford T.S 3rd Eng Officer Coltman L.T.M 
2nd Officer Williams J.H 4th Eng Officer Mather D.G 
Ext 2nd Officer Lambie |.M.B Ext 4th Eng Officer Burden J 
Radio Officer Burrows C.J 5th Eng Officer Dias M.D 
Purser Standish R.F Electrical Officer Brown F.A 


Cook Ritchie R 
2nd Steward Hughes R 


Montreal City 
General Cargo - 8,718 d.w.t. 


Captain Winter M.J 
Chief Eng Officer Bentley L.F 





Chief Officer Collins J.R 2nd Eng Officer Nash B.E 
2nd Officer Howland P 3rd Eng Officer Nelson A 
3rd Officer Moore T.R 4th Eng Officer McRae S 
Radio Officer Paterson |.S 5th Eng Officer Eastwood H.D 
Purser Page D.F Engineer Cadet Simpson W 


Electrical Officer Donoghue P 
Bosun Culley J 
Carpenter Bainbridge S 
Cook McDonnell M.H 
2nd Steward Owens J 
Storekeeper Dickinson J 





Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Chief Officer Appleton J.K 


2nd Officer 


Morgan A.J.L 


3rd Officer Jenkinson D 
Deck Cadet Jones P.D 
Radio Officer Owen R.J 
Purser Oates J.W 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


C.P.O 
G.P.Mechanic 
Cook 

Leading Steward 


Captain Arthur K 
Chief Eng Officer Twamley D.G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Electrical Officer 
Kwan F 
Cheung L 
Singh T.S 
Kong T.K 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Preshaw A.G 
Bayliss E.W 
Hanlen B.A 
Fell A.E 
McNeill R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 





Blaxland M 
Powell R 
McDonald D.J 
Nicholson G.J 
Cantwell P.T 
Black M 


Captain Waldie J.W 
Chief Eng Officer Milligan T.W 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Miller A.J 
Hug A 
Bardham R.C 
Sardar B 
Elias M 





MacDonald J.A.M 
Hartharn P.J 
Turner K.W 
Golembka F.M 
Wright | 

Wilkins A.D 
Williams G.J 
Youdale L 


Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Pearson W.E 





Chief Officer McLeod K 
2nd Officer Set A 
3rd Officer Schneiter W.A 
Radio Officer Matheson D.M 
Purser Wilkinson J.F 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer McCarthy J.S 
3rd Eng Officer Trigg A 
4th Eng Officer Morton R 
5th Eng Officer Unsworth E 
Jnr Eng Officer Christie J 
Electrical Officer Thomas A 

Hughes (ch) P 

Ratud A 

Sur B.N 

Hamid A 

Rahman T 





Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Larcombe R.C 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Scott H.A 
Bytheway P.S 
Hodson R.B 
Stenton S.W.A 
Kimberley D 


Bosun 
Carpenter 
Cook 

2nd Steward 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 

Burns W 

Peacock W 

Thomas R 

Sayle R 

Pott J.W 


Stronge R.R 
Fletcher J.R 
Firth M 
Radford S.J 
Williams R 
Grange | 
Graham A.J 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Weir R 
Chief Eng Officer MacDonald D.J 











Chief Officer Phillip B.P 2nd Eng Officer Mullaly A.E 
2nd Officer Malpass N.H 3rd Eng Officer Weall K 
3rd Officer Hughes P 4th Eng Officer Cotton A 
Deck Cadet Peace C.G 5th Eng Officer Maslen J.F 
Radio Officer Owens R.J Jnr Eng Officer Olsen S 
Purser Pine J.E Jnr Eng Officer Bell E.A 
Electrical Officer McEwan | 
Carpenter Roberts W.H 
Serang (Deck) Hossain A 
Serang (Engine) Das T.D 
Cook AliS 
Storekeeper Husain T 
Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 
Captain Pierce E.A.A 
Chief Eng Officer Tennet G 
Chief Officer Bath A.L 2nd Eng Officer Penman J 
2nd Officer Bell R.N 3rd Eng Officer Kearney A.P 
Ext 2nd Officer Wrigley S.E.H 4th Eng Officer Prescott R.D 
Deck Cadet Nield R.T Ext 4th Eng Officer Seymour G.F 
Deck Cadet Bell S Jnr Eng Officer Sherratt M.H 
Radio Officer Cottier J.C Jnr Eng Officer Beveridge J.C 
Purser Barraclough J Electrical Officer Whitlock J.S 


Carpenter 


2nd Elect Officer 
Blease T.V 





Thomas P.R 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Smith M.D 





Chief Officer Wicks C 2nd Eng Officer Lamont J.D 
2nd Officer Creamer D.J 3rd Eng Officer Robinson J 
Uncert Officer Hooper A.M 4th Eng Officer Disley P.M 
Ext 2nd Officer Cameron R.K Ext 4th Eng Officer Beattie P.J 
Radio Officer Sangster W 5th Eng Officer Good N.P.D 
Purser Hamer E Electrical Officer Richie R.S 
Bosun Dick J 


Cook Friery W 
2nd Steward Mathews G 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Ford A.J.K 





Chief Officer Railton W.A 2nd Eng Officer Pearson |.D 
2nd Officer Webster R.A 3rd Eng Officer Lawrenson J 
Ext 2nd Officer Williams W.G.S 4th Eng Officer Douglas P.F 
Deck Cadet McDowell D.C 5th Eng Officer Davis J.S 
Deck Cadet Capper P.H Jnr Eng Officer Henderson E.P 
Radio Officer Williamson J.M Engineer Cadet Findlay K.W 
Purser Reed A Electrical Officer Davidson R.M 


Carpenter O'Neill J.E.J 
Serang (Deck) Dey S.C 
Serang (Engine) Chakraborty S 
Cook BuxA 
Storekeeper Rahman M 





